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[Abstract:] Passed Supt’s requisition for Funds on acct. of “removal of Steam Power Plant’... 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
September 1, 1887 


Sir: 


I have with difficulty secured the passage of your requisition for funds on account of 
“Removal of Steam Power Plant” by the First Comptroller, who states that he will decline to do 
so in future when your indebtedness to the Government, for advances from the appropriations, 
exceed the penalty of your bond. This decision will make it necessary for you hereafter to render 
your Ordinary and other expense accounts in time to secure credit for all vouchers for 
disbursements made by you up to the date of your requisitions. 


Very respectfully, 
R.E. Preston 
Acting Director. 


Hon. Daniel M. Fox 
Supt. Mint U.S. 
Philadelphia, Pa. 


